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E.O. 11652: N/A 

TAGS: SENV 

SUBJECT: WATER TREATMENT PLANT FOR SFM 

REF: SINAI 01276 

1 . THE WATER TREATMENT PLANT FOR SFM SHOULD PROVIDE WATER 
WHICH: 

(A) IS POTABLE ACCORDING TO FDA STANDARDS. DISSOLVED 
SOLIDS MAY NOT EXCEED 500 MILLIGRAMS PER LITRE. KEY FAC- 
TOR HERE IS TO USE PROCESS WHICH REMOVES, NOT JUST EX- 
CHANGES SOLIDS. 

(B) DOES NOT CAUSE EXCESSIVE DETERIORATION IN PLUMBING 
FIXTURES. KEY FACTOR IS TO AVOID PRECIPITATION OF SOLIDS 
AND UNDUE CORROSION AT HIGH TEMPERATURES. 

(C) WILL RESULT IN AN EFFLUENT WHICH CAN BE USED TO WATER 
GRASS AT SFM. KEY FACTOR IS TO USE PROCESS WHICH WILL 
REDUCE SALTS TO POINT WHERE RESIDUE FROM EVAPORATIVE 
PROCESS WILL NOT LEAVE SOIL STERILE AFTER MODERATE PERIOD 
OF USAGE. 
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2. BEFORE PROCUREMENT OF TREATMENT PLANT, REQUEST YOU 
PROVIDE TECHNICAL AND COST INFORMATION ON TREATMENT 
PROCESSES UNDER CONSIDERATION WHICH MEET ABOVE CRITERIA. 

PLEASE ADVISE ESTIMATED COMPLETION DATE OF REVIEW AND 
IMPLEMENTATION PLAN. KISSINGER 


UNCLASSIFIED 


NNN 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: WATER SUPPLY SYSTEM, PEACE OBSERVATION MISSIONS, WATER TREATMENT 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 13 JUL 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE1 73074 

Document Source: CORE 

Document Unique ID: 00 

Drafter: JWALLEN:MA 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760270-0520 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760763/aaaacded.tel 

Line Count: 66 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN SSM 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 SINAI 1276 
Review Action: RELEASED, APPROVED 
Review Authority: schaefaj 
Review Comment: n/a 
Review Content Flags: 

Review Date: 27 MAY 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <27 MAY 2004 by chengls>; APPROVED <21 SEP 2004 by schaefaj> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: WATER TREATMENT PLANT FOR SFM 
TAGS: SENV, IS, EG 
To: SINAI 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



